REALPROHORMONES 


Welcome to www.RealProHormones.com the only site on the internet selling Ultra Pure and 
Lab Tested Original Pro-Hormone Compounds. For over 5 years we have been redefining the 
development and design of pro-anabolic agents which as a result have helped thousands of 
men build lean muscle, burn fat and turn their bodies into Jacked, Thick and Vascular Machines 
that command second glances and respect. Because of the recent DSCA ban on certain 
ProHormone Compounds we have worked tirelessly to research, develop and bring to market 
ProHormone Compounds that are not on the banned list and thereby legal. The team at 
Realprohormones.com has come up with some of the most intense and powerful formulas 
ever. We understand that you train hard, eat right and demand the most from your 
supplements. We understand that you don't have time to waste money on BullShit Products 
that are supposed to "Elevate Test Levels!" That's why we work tirelessly to find you 
compounds that are Guaranteed to work. The compounds you find on this page are not 
available at your local GNC or "Health Food Store!" These are the real deal designed to build 
lean, dense muscle tissue that not only looks good but increases your performance as well. 



From Law Enforcement Swat Teams, Navy Seals, Elite Military Personnel, Pro BodyBuilders, 
Powerlifters and Cross Fit Standouts, our formulas have been used and tested to meet the 
demands of the most intense situations. One 8 week cycle will get you thicker, harder and 
leaner than you have every been in your entire life. What are you waiting for? Order today and 
experience the results for yourself! 




Protodrol is our enhanced Epimax4C product. Everything that one 
can say about Epimax4c is also true with Protodrol. This includes 
skin tearing pumps, increased vascularity and muscle hardness 
with zero water retention or bloat. In fact most people will notice 
"Complete Body Recomp" effects when using this product. Quite 
simply this means that noticeable drops in bod -fat will be 
experienced with sizeable increases in lean muscle tissue. The 
main difference between Protodrol and Epimax4c lies in the 
addition of Orastan-A or Furazadrol at 150mg per capsule or 
300mg per daily serving. Orastan-A is known for it's ability to 
produce Winstrol like effects. This means that you will notice your 
muscle tissue volumize and look and feel hard 24/7. This can 
sometimes be referred to as the "Perpetual Pump." Essentially you 
will feel pumped and full throughout the day just as if you had walked out of the gym. Most 
guys love the feeling of looking full and pumped and desire to see this look not only while 
they're training but also during their daily activities. Orastan A makes this possible. Together 
with the Protomax and the DMZ compounds you have a TriPhase Hardening Blend that will 
produce a ripped, hard and vascular physique. This is a favorite blend for Cross Fit Athletes, 
MMA Athletes or anyone desiring that Athletic Physique Type Look! We have also added 
ArimiDx, our Anti-Estrogen, to this blend to increase muscle hardness and eliminate any 
possible water retention that may slip through. 


Back and Badder Than Ever! Testojet Reloaded was the King of 
Pro's Pre-Ban and now it's back and Stronger than Ever! Testojet 
will do everything you've come to expect from the original 
formula and more! Users will experience immediate strength and 
size gains within the first 10 days! The most impressive thing 
about Testojet is the ability for the users to pack on up to 19lbs of 
lean muscle is just 8 weeks! Testojet "Reloaded" is no Joke! 
Thickness and crazy muscle density are the hallmarks of this 
compound. With just the right amount of 4 unique compounds, 
Tesojet "Reloaded" pushes the barriers of what's possible in a 
Pro-Anabolic Formula! The type of muscle quality you gain with 
Testojet "Reloaded" is hard to describe, but you will notice that 
you have much more volume in your arms, chest and back and that everything is pumped! 






This stack has been designed to create slabs of ridiculous 
lean beef in very short periods of time. The anabolic 
portion of the stack is Hexadrone and Testojet Reloaded. 
These two compounds together create the"Perfect 
Anabolic Storm." The results that one will see with these 
two compounds will be large increases in lean and dense 
muscle tissue. Visible increases in muscle shape, size and 
definition are displayed within only 1-2 weeks. Because of 
the added HGH release from IbutaGen the users' results 
are amplified causing crazy gains in muscle density and 
overall thickness. The pumps that users get with the cycle 
are rather remarkable and will not "Go Away" after one 
has left the gym. In fact most users report that they are 
able to maintain their "Perpetual Pump" for almost 8-10 hours after their workout. This is most 
definitely because of the HGH effect of IbutaGen. For users to experience the absolute best 
gains from this cycle we recommend at least 8 weeks. Expect to gain at least 14-19 solid pounds 
while dropping fat at an outstanding rate with this cycle. The "Recomposition Effect" of this 
particular cycle is truly mind-blowing and it will not be uncommon for people to wonder "what 
in the hell you're doing" to get so big and shredded so fast! This is for serious results fast! 




